2006 Registered Voters in Arlington, MA by Precinct 


Precinct 

Registered 

Voters 

1 

968 

2 

1320 

3 

1311 

4 

1217 

5 

1261 

6 

1405 

7 

1251 

8 

1428 

9 

1502 

10 

1415 

11 

1369 

12 

1512 

13 

1448 

14 

1313 

15 

1455 

16 

1364 

17 

1017 

18 

1385 

19 

1432 

20 

1337 

21 

1312 


Total Registered Voters in Arlington: 28,022 


Information provided by the Town Clerk’s Office of Arlington, MA. 




